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SUBJECT: BELGIAN N/C JIG BORING & MILLING MACHINE TO 
ROMANIA - IL 1091 

REF: COCOM DOC. (75) 797 

1. AT MAY 6 REGULAR MEETING, BELGIAN DEL 

EXPLAINED THAT APPLICANT FIRM HAD SIGNED CONTRACT UNDER 
ERRONEOUS IMPRESSION THAT MACHINE WAS NOT EMBARGOED. 
DELIVERY DATES HAVE BEEN SET AND APPLICANT FACES SUIT 
FOR BREACH OF CONTRACT IF THEY ARE NOT MET. HENCE CASE 
IS SOMEWHAT URGENT. 

2. ON QUESTION FROM FRENCH DEL, BELGIAN STATED THAT 
TATRA MACHINE NAMED IN REQUEST IS NOT THE TATRA MODEL 
MANUFACTURED IN THE BLOC. 

3. ACTION REQUESTED: INSTRUCTIONS BY MAY 20, WHEN CASE 
IS RESCHEDULED, BUT SOONER IF POSSIBLE, IN VIEW OF CIR- 
CUMSTANCES CITED IN PARAGRAPH 1. 
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